Muiney 


MOST 
ECONOMICAL 
COMPRESSED 

AIR SUPPLY 


Model FE-2 
Portable 


Now you can have the convenience of compressed 
air on your farm with real economy from the start. 
These new, low cost Quincy Compressors are design- 
They're rugged — 
Compressors 


ed especially for farm service. 
for long wear under tough conditions. 
provide high pressure air supply (110-135 Ibs.) 20 
gal. capacity tank constructed of heavy gauge steel 
is furnished complete with safety valve, drain cock 


and automatic shut-off switch. Equipped with elec- 


Dust proof crankcase 
steel valves Positive lubrication 
Air intake filter 


Bore Piston 
Model Horse- & Displace- 
No. Power Stroke ment 


Balanced crankshaft 
Three-ring pistons 
Bayonet-type oil gauge 


Air At 
135 Lbs. 


| Ye [2% 1% 2.8 


* Heavy gauge standard tank. 


—— 
FE-2 he eng.| 2 x 1% 32-16-36 


ALL MODELS WITH PORTABLE ASSEMBLY AS ILLUSTRATED 


Model FE-2 
Tank Unit 


tric motor or gasoline engine. Units with portable 
mounting have rubber tired wheels. Each electric 
motor driven unit includes 10 ft. cord with plug. 
You can depend on the Quincy Model FE-2 for 
years of efficient compressed air service with 
economical first cost and really low cost operation. 
Quincy Compressors are backed by 30 years of 
experience in building air compressors exclusively! 


Lynite connecting rods Stainless 
Standard pressure gauge 
Easy-to-get-at crankcase drain 


Approx. Approx. 
ot Tank * wea Ship. 
Pres. Size Wot. 


a 
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uincy 


COMPRESSORS 


MODEL TX-8 


For heavier duties such as spray painting, cleaning machinery, operating pruning equipment, 


inflating tires, select Quincy Model TX-8. Size 2%” x 2”, single stage, two cylinder, air cooled. 
Operating pressure 80 Ibs. V-belt drive. Mounted on rugged frames. Wheels are 10” equipped with 
zero pressure tires. Handle detachable. Type VD constant speed unloader set 70-80 Ibs. 

for pressure regulation. Air receiver 3” x 18” supplied with safety valve, drain cock, pressure 


gauge and shut-off valve. Available with electric motor or gasoline engine. 


CRANKCASE TOTALLY ENCLOSED, DUST-PROOF LUBRICATION AUTOMATIC AND 
POSITIVE TWO LARGE MAIN BEARINGS CRANKSHAFT IS DROP FORGED 
PISTONS ARE AUTOMOTIVE TYPE CONNECTING RODS OF LYNITE VALVES ARE 


DISC TYPE, CLOCK SPRING STEEL. 


: Dimensions Approximate 
B d Mot Cu. Ft. ° t Cc pales 
Models | — Befeze BaF. | visglacerent | Raster? | Copnmegter | TDi ___) “2p 
TX-8 23% x 2” %y 4.6 70-80 Ibs. 455 24 15 24%* 150 Ibs. 
| 6.6 70-80 Ibs. 620 24 15 24** 155 Ibs. 
I, 8.6 70-80 Ibs. 850 24 15 24** 170 Ibs. 
I, Eng. 7.2 70-80 Ibs. 700 24 15 24** 145 Ibs. 


* Duplex cylinder ** Less handle 
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PRICE LIST 


THE QUINCY FARM COMPRESSOR LINE 
PORTABLE COMPRESSORS 


WITH MOTOR 
1 Phase, 3 Phase, 
Model FER. Motor 60 Cycle, 60 Cycle, 
115-230 V. | 220-440 V. 
TX-8 34 $170.50 $266.00 $266.00 
TX-8 1 305.50 285.00 
TX-8 14 349.50 304.50 
TX-8 1144 HP 241.50 
Gas Eng. 
TANK MOUNTED UNITS 
Price 
Model a8 ee Tankt+ *Less 1 Phase 115 V 
No. Size Motor 60 cy. A.C. 
FE-2 ¥ 20 gal. $129.00 $159.00 
FE-2 % 20 gal. 129.00 172.00 
FE-2 34 H.P. 20 gal. 170.00 


Gas Eng. 


*Price does not include motor pulley or belts. 
+Tank mounted units furnished with standard, non-code air receiver. 
Portable Mounting $10.00 extra on Model FE-2. 


QUINCY COMPRESSOR CO. 
QUINCY, ILLINOIS, U.S.A. 


